From: 

Sent: 

To: 

Subject: 


Nassif, Julianne (DPH) 

Wednesday, December 21, 2011 10:52 AM 
Khan, Annie (DPH) 

FW: meeting 


Meeting location has been moved to 202. 


From: Nassif, Julianne (DPH) 

Sent: Tuesday, December 20, 2011 11:47 AM 
To: Khan, Annie (DPH) 

Subject: meeting 

Just confirming that you will meet with Steve Chilian at 1 PM on 12/22. 

JuiLC!lA.lA£ NflSSlf 
Director of Analytical Chennistry 
William A. Hinton State Laboratory 
Massachusetts Department of Public Health 
305 South Street Boston, MA 02130 

617.983.6651 (voice) 617.983.6662 (fax) 
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